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This Book 


is compiled from reliable 
information. The statements 
contained herein are con- 
servative and based on the 
highest authorities. 


THE VIOLET RAY 


4s not claimed to be a cure- 
all, but its action is systemic 
as well as local and there- 
fore it is benefical ina wide 
range of diseases. 


Renulife Electric Co. 


6th Floor Marquette Bldg. 
Detrott, Michigan 





Health—A Priceless Asset 


To say health is priceless may seem an over-estimate 
its Value to those who have never ck slacks Bark 
health be once lost and even the most miserly would gee 
the wealth of kings, if they had it to recover thre oe 

ous thing 


Fortunately, we are living in the day of modem 
seience—that "wonder-working, hand-maid of ‘ature 
and our lot, no matter how hard, holds bright hope at 
relief as compared to the darkness and suffering cf the 
days of old. 


It is now well known that nature herself, is a most 
wonderful physician. She welcomes, appreciates and 
responds quickly to any intelligent aid extended. 

A method of treatment therefore, which actually 
works with nature, assisting in re-establishing correct 
and normal relation between functions of the body and 
working toward that result without disturbing. any 
sound and healthy conditions which already exist, 
and without causing harmful after-cffects—is really 
the only safe road to the recovery of health, 


Drugs are far from ideal. So often their use leads 
only to disappointment—or worse. 


We believe every person suffering from any ailment 
for which Violet Ray Treatment is recommended is 
entirely justified in expecting relief and permanent 
Benefits from the use of our Renulife Violet Ray 
High Frequency Generators. These instruments 
render simple, safe and effective (even in the hands of 
the most inexperienced person), this great corrective 
agent. 

The mighty forces of electricity are hamessed in a 
health-giving administration, as pleasant and as safe 
as sunshine—yet powerfully effective, This scientific 
modification of electric current works always with 
ature, never in opposition. 

We believe that we may be pardoned for taking pride 
in having designed and produced a Violet Ray appara 
tus for self-treatment, procurable at a price within the 
reach of all—an instrument that makes possible per- 
sistent daily application. This continuous treatment. 
in many chronic cases, is more sure of results than less 
often applications which might be given by a specialist 
‘employing the most expensive apparatus. 

We are glad to have had a part in what we consider 
{and our opinion is confirmed by the statements of 
hundreds of appreciative ). a. most valuable 
contribution to the health, by having made 
available to people in theit homes, this scien, sen- 
sible and effective method of maintaining and regaining 
Priceless Health. 


Renulife Electric Company 
Originators and Manufacturers of 





High Frequency Violet Ray Simply Explained 


pas an enti 


than the crude of, Sf 
Foner ace pe ese 
quency application. ‘This is doe eon} 
Hs en pe in the cument bythe cha 
a series of special coils and other meet 
the Violet Ray Generator, ‘The soe which 2 
brought into the house for lighting sc Hoe 
is gompltely modified. Its volume oy arts Power 
reduced to.a low measure, while the pressusr® voltage 
Sorependiusly increased and the veces 
cxccecingly high, ‘The resule is that when tae of 
applied fo the human body our nerves sts Cavett 
tothe eletic waves Regtuseof ther enormous rss 
of movement. igh Frequency curren 
and painless, yet penetrative and eflccure tS Pleasant 
High Frequenc Ya Vacuum glass attach. 
ment’ called the in which the High Bet 
iolet colored glow! Frit, 
une of Violet Ras 


al Action of Violet Ray 


<The Violet Ray acts on the blood, circulation, nervous 
system, cells and tissues. 
re is some intimate relation between electric 
‘and life itself. Science has not yet exactly defined shi, 
relation, but the evidence of its existence 1s accumuler, 
ing as the world's knowledge increases 
so far ps to declare that “elecn aa 
igh Frequency current—Violet Ray—works in 
harmony with and to the benefit of life cells. Wonderful 
demonstrations have recently been made showing that 
¥en. vegetation responds in an astonishing manner to 
this force. Gardens have been charged with High Fre- 
Suency current, causing the germinating life in the 
seed to spring up with a rapidity of growth and luxe 
Fiant development most remarkable. ‘Processes for the 
employment of High Frequency in plant culture are 
now perfected for commercial use. 
‘The physiological action of Violet Ray applied 
through the glass vacuum clectrodemay esunmatn 
nutritive processes; rgena- 
tion of blood and tissue and increased elimina- 
tion. To these primary results is attributed the great 
Boteney of the Violet Ray as an agent for relieving and 
eradicating human ills and restoring normal, healthy 
functioning of disordered parts. 3 
vacuum tube is held firmly in the hand or directly in 
Spitact with the skin ofthe body. Some heat is notice 
able. When removing the tube away from the poi 
of contact a stimulating spark is produced. 
Summary of Vacuum Tube Effects 





Violet Ray High Frequency for 
Following Ailments 


Anemia Red Prostate Pain in Abdomen and 

Reshma Facial Neuralgia Chest 

Arteriosclerosts Falling Fair Paralysie 

Baldness Female Complaint Piles 

Binckheads Goure Pimples 

Beain Pag Pyorriea 

Bronchitis 

Bunions 

Brulses 

Catateh 

Glrculatory Disorders 

Colds Locomotor Ata 

Chilbtains Liomisago, Son 

Dandruff Aflections Tosthache 

Deafness and Ear Weak Eyes 
Diseases Wrinkles 

Warts and Moles 


Made Safe for Home Treatment 


The Renulife Violet Ray High Frequency Gene- 
fator is so designed that anyone may take treatments 
right in his or her own home for any of the above dis- 
eases, with the aid of our charts and directions, which 
are written by experts. 


It is absolutely harmless and may be used upon the 
most delicate invalid or child without the least fear of 
injury. It is impossible to obtain a shock and there 
can be no possible harmful results. 


Most Compact and Convenient 


‘The Renulife Generators are the most compact, 
efficient and lowest priced Violet Ray generators on 
the market. They deliver a current of exceedingly 
high voltage and frequency. so necessary in electrical 
treatments. The length and strength of sparkorstrength 
of current is controlled bya convenient knob placed on 
top of the generator. 


Renulife generators are so designed that the operator 
does not have to carry the entire weight of the instru- 
ment in the hand when giving or taking treatments, as 
the handle is separate from the case of generator. This 
handle is light in weight and treatment may be given 
by a small child: there is absolutely no fear of a shock 
oF disagreeable spark. 

As will be seen by the illustrations the generators are 
very handsome in appearance. They are a most valu- 
able addition to any home and will deliver the currents 
necessary for all classes of work. 


Improved and Patented Features 


Embodied in Renulife Generators are several im- 
Proved features of construction alfording added sim- 
plleity. convenience, durability and effectiveness to 
‘our instruments. “The advantages of these patented 
features are not available with any other generators 
‘on the market. 





es of Renulife Violet Ray 


Some Us 
Wwe So ee a el pig 


Rheumatism 


Rhcumatism of whatever kind is almost sure of cer 
tin relief by treatment with the Renulife Generate 
This may sound unreasonable to those who have sa 

fered the tortures of heures 
tism, but it is true. We have 
known instances where aftee 
a single treatment of the 
Renulife Generator a suf- 
ferer has walked out and for- 
gotten the cane with which 
he hobbled into the office, 
A thorough treatment has 
never been known not to 
give relief and in some cases 
every trace of the disease has 
disappeared in avery few 
treatments, 


In a few moments the ine 

flammation is taken out and 
the pain relieved. In severe cases which have been 
dragging along for years a series of treatments is gen- 
erally required, 


Neuritis 


Neuritis is an inflamed condition of the nerves. the 
pain simulating the pain of Rheumatism or Neuralgia, 
Any nerve may be involved. Brachial Neuritis is a 
common form. One high authority has stated that 
no matter what nerve is involved, the High Frequency 
current is curative in all cases. 


‘This is a disease which grips 
you in the small of the back. 
It is in reality rheumatism of 
the back. No matter how 
severe the pain the Renullife 
Generator will give relief i 
the very first treatment 
normal. conditions completely 
restored. 

‘You apply through your 
clothing tomes the stimulating 
effect that 
quickly to the part causing 
discomfc 





Neuralgia 
The old definition of neuralgia:““The ry of ast 
nerve for blood hols to the presont day. sod hatte 
Frequency Violet Ray current will ceri eee 
this want. “Starved nerve" implies that the sae gee 
fed to the nerves through the blood is below wer eor 
By using the Violet Ray current the oxygen and nurs 
tion in the blood are increased and the nerves tre 
hotrished and restored to normal ig 


Sciatica 


jatica isin realty simply neuralgia of the Sciatic 
nerves, ‘The sain thing cat be sodtol atte 
neuralgia or neuritis. In a few treatments the writated 
nervesiare soothed and the pain disappears like oie 


Statements of Renulife Users 


Have just relieved oor. of our friends of 
walked in a erippie, walked out ao"well Sh 


Returned to Health—Your Generators are all that you 
Beem to be and then some. I bave proven that ‘ta my’ be 
bycuing my wife from rhcuniatinm. ‘Three months ago 

Dot walk and hail to be carried, today abe does il of her housework 
{tad abopping-—thanks to your Geveratorm 

Rheumatiam Conqueror—Treated another svatlesian for 
hcuatio fod “Us Rood resulta. Had been Borne from work 
{nents they are toto Roe, have Ro roots 

he we had wae of four touthr standing: ope treatment scrne 
Ihave fixed this ease alright. 

Good Results—Recvived Generator and have bad good resulta 
{fom it for backache and rheumatism. 

For Sciatica—In regard to Model E Generator whieh I have used 
for eight treaupeota for Sciatica, I am more than pleased 
Iteetived more relief in this stor’ time than T have from a 

ist in the last eighteen: months, doping maymit with many other 
Datent medicines and Haiments. 


Nervous Diseases 
‘The Renulife Generator does to the nerves just 


what the name implies. It re~ 
news the life of the nerves. 





Headaches 


rs erat 
fe Generators wll Ren 


nine out of one hundred cacy 


sive instant relief 
The Violet Ray 
the circulation, enables t 
to throw off the pom thet 
are at the root of the distin, 
ance, and improves the general 
Physical condition, so the head- 
ache is automatically relieved 


stimulates 


Where Headaches Occur 


Headaches at A or B are con- 
gestive or frontal Eye trouble, 
or frontal sinus or nasal disease 
may cause the ache at A. Also 
such pain may come from dis- 
ordered stomach. A-B, from 
constipation, C, anemia or blad- 
der disease. D. E, from disorders 
of middle ear. or of throat, eyes 
or teeth, E, nervousness, spinal 
irritation or female trouble, 


Paralysis 


forms of 
Paralysis is merely a symptom of certain 

injury which causes the complete or partial loss of motor 
function of the muscle fiber. Excellent results of 
obtained by the application of High Frequency 
rent. ‘The more obstinate cases may require cont 
treatments to attain the best results. 


Goitre 


“The external throat elec 
js so shaped as to fit 
throat. 





Constipation 


Renulife Generator. 


Everyone knows th 
ing, aching, scalch 
By the applicat 
pain and discomfc 
juices is promoted 
ach or bowel is stim 


Those suffering wit 
long given up hope 
ailment by m 

nothing 

quency Elect 

used by Specialists as the 
of the skin. 





Statement of Renulife User 


Thad a stroke of paralysis two years ago and spent thousands 


Gerived more benefit from your Violet Ragin three 

fllother treatments combined. [feel almost certain 

plete cure. My arm and hand areas good aa ever and I ean walk 
omafortably and without a cane. Tam feeling Bne in every way’ 
‘Three weeks ag T was ready fo ve 
sufficient thanks to you for my wonder 

feevice | might render $k, Kindly advise aa it 








Catarrhal Deafness 


In deafness resulting from 
catarrh the application of High 
Frequency current will yield 
remarkable results when applied 
directly in the ear by means of 
our ear electrode. In a fe 
treatments the ringing in the 
‘ears. which almost without ex- 
ception accompanies the deafness 
caused by catarth. will in most 
cases stop and in continued 
treatments the hearing will be 
bettered to a great extent 

‘The warmth from electrode is 
pleasant, while the high fre 
quency current overcomes the 
congestion, 





Prostatic Diseases 


“The results following the Violet Ray High F, 
ey treatment of all forms of prostatic dice Fe 
quency treat Prostatic diseases are 


Qatraordinary: physicians report 90 per cent 
Sil cases with no cases in which very percep 
provement was not recorded. 


Warts and Moles 


No longer need you have that feeling of ciscomfor 
the presence of others by the fact that your hare 
feceare covered with ugly looking wartsormoles wc" 
trent with the Renullfe Generator removes fat 
ind leaves no scar. 


Anemia and Poor Circulation 


The primary action of High Frequency Violet Ray 
Electricity as generated by the Renulife Generate, 
is to increase the circulation of the blood: when the 
vacuum electrodes are applied, there is soon produced 
a redness or hyperemia with all the resultant benefits 
of nutrition. 

It is this building up of the circulation which is so 
extremely beneficial in all cases of Anemia, Chlorisis, 
Arteriosclerosis, etc. 

Besides the increased circulation we also have by 
actual count an increased number of white blood cor- 
puscles, which are the most active agents in destroying 
all disease germs which threaten us with all forms of 


Statements of Renulife Users 


M. D. Having Great Success—I am having great mucces i 
the treatment of weal eyes: 


Eyes Improving —t have had the machine one woek and sm 
sweltplemwel wit it and my eyes are smproving: 


‘The first treatment_of Violet 
Ray High Frequency Electricity 
will leave a pleasant. delight at 
restful, sensation in the eyes. 


the Optic 
4 strain 


the Renulife Generator 
it as a thing of magic. 





Scalp and Hair Treatment 


Practically every disease of the scalp, such as Dan- 
nuff, Itching Scalp, Falling Hair, Grey Hair, etc.. can 
be traced directly to the improper circulation of the 
blood flowing through the scalp. 


If we were to starve ourselves we could not live: con: 
sequently when the blood carrying the Oxygen and 
nutrition to the scalp becomes clogged or conge: 

the sealp does not receive its food. It is natural that 
it should die. This it actually does do and results in the 
above mentioned diseases. 


When the Violet Ray is applied to the scalp through 
the electrode, its primary action is to increase the circu- 
lation of the blood. Besides increased circulation it 
increases the supply of Oxygen or nutrition in the blood. 
Thus the parts which were slowly starving to death are 
built up, nourished and restored to normal. 


Falling Hair, Dandruff and Itching Scalp are re 
lieved alter a very few treatments, Results are manifest 
right after the first treatment. The hair takes on a | 
like, glossy appearance. Dandruff and Falling Hair 
cease and there is no more unpleasant itching. It takes 
onger to restore the natural color to Grey Hair, but a 
little persistence will do it and many of the testimonials. 
on file at our office from users in every part of the 
country testify as to the wonderful results obtained in 
treating diseases of the scalp. 


The rake comb electrode No. 2, is for scalp treat- 


ment, 





Statements of Renulife Users 


Restoration of Hair, Eee—Smetinn ag. prawn oot 
‘or sut Wotler Ray Gencfators and hye te it with exalt 
feu ti, etoraton Wf air aed Tor a ad sre 
‘tie Giger joint 


Improved Hair—Hiave taken High Frequency, Treatment 
tan ade beneficial toons rainy srencthened 
IRy beard nnd improved my hale Coomera 











Treat yourself 
for scalp afflictions 
or to improve 
the health 
and quality of 
your hair 





Beauty 
he large ard best known Bénity Parors wil 
breathes chery larg ct Scena 
brunet Veer Kany as seal lpn 
Ser Remulfe Violet Ray Generator Sad 
frantages of themadcrn atte 
fon Infoc you rect 
Suits then are possible We 
an cccasional treatment at aft 
fands of an expert beeause at 
Yeu may make ued ae 
Geral agency which weeks 
The Violet Ray is applic 
through the surface electrede se 
a maseage: When the Pac? 
Chin, Neo and Bastar we] 
with the Violet Ray, the blood 
i brought to the Bfae the 
soft muscles. are’ gently mae 
caged, the lines fil out, the 
wrinkles disoppear. aed the boom of Health i reneved 

The Violet Ray treatmenc is dligtfuly pleasant 
and is the most efective method ever disoered to 
fain a Youthil appearance and to ain Beaty, 1 
feet, pouches under the eyes; Blackheads and seeing 
lines of the face and chin. A single treatment will con- 
vince you that it is a crime against yourself to be with- 
out a Renulife Generator when all marks and lines 
‘can be so quickly removed. 

Besides the treatment directly to face with surface 
electrode, which treatment you can readily give your 
self, you will find it very beneficial to hold in hand 
general electrode or preferably the metal electrode, 
hile another persoq’ massages Your face ‘with the 
ands, “This draws the suimdatiog sparks to the 
face thus massaged. 

A Statement of 

Renulife User 
Ware 
Moles, Etc. 

1 bought 

two of your 
machines, 
Eidvane 
csedene. 
Sore cues 
have used it 
ee masa 
ing ie 
TEnoving 





Base Brin 
sa Coser e Neck 


~ 
Her Sater 
sia 


| \— ick 


\S ante Hips 


\ \G Ende Spine 


Neck and Throat 
Lungs. 

Heart 

Stomach. 


Ray applied at these vital seats is effective in 
restoring normal functioning. 


How Violet Ray Benefits 


“The Violet Ray is a thorough treatment: the irresist- 
inl, revitalizing powers of the Violet Ray being carried 
MTeonce to every nerve eell fiber and part of the body. 
Even the heart is saturated, It increases the oxyiren 
{a the blood. enriching and purifying it. and giving 
Wed vieality. and strength, and so eliminates the 
Poisonous waste products £o Which much disease is due 
Tecxercises without effort of the weakening waste of 
cnenby., The Violet Ray reaches and treats the cause 
SPS diseases whether Known or not and so strikes at 
the very root of the disturbance. 


“The Renulife Violet Ray High Frequency cur- 
rent produces a cellular massage. Instead of 
the contraction of muscles, the individual cells 
fre stimulated by the oscillation of the electric 
current. ‘This causes a marked improvement in 
nutrition and general health. The benefits are not 
confined to the local area or part but is consti- 
tutional in results. 


Treat through 
Clothing 
toproduce the 
Stimulating 
Spark 








Pains and Aches 


hs and in or meas a we 
Epes iece or ave le ia Call for ech, Te 
one be the stomach isin datress ip 
axing load. or the hove 
congested, oF the nervous tat 
cane abuse, The pain on ech, 
may be localized, while the cours 
ceiginated in a remote funetiong 

relation, 

A pain in an arm is ikely x 
be the local manifestation ofa 
blood stream Taden with poise 
which has also affected the 

nervesand the result is Rheumatism, 


‘The Violet Ray is the most potent pain and ache 
cradicator, because while it breaks up local congestions 
stimulating circulation, at the same time it acts directly 
‘on the blood. A baptism of ozone purifies the blood 
relieving nerve pressure, pains and aches vanish, 


Treatment at Nerve Centers 


In applying the 
Violet Ray to the 
spinal nerve center: 
‘communicating. witk 
the parts under treat 
ment, beneficial re- 
sults are secured. I 
indigestion is present 
in addition to direct 
treatment of stomach 
region, there shoule 
be a thorough going 
over of middle back 
at 4. And in like 
manner the prope! 
nerve center shoulé 
be treated, as well a: 
local application, for 
relief in any orgar 
cor part. (See Chart 
herewith.) 

This indirect ap- 
plication will prow 
of much benefit ir 
treating organic dis 
cerders. 

















Electricity and Life 


From the Electr:-al Experimenter, May, 1917. 
The Construction cf High Frequency Apparatus for 
Medical and Lecture Use. ee ¥ 
By Frederick Finch Strong. M.D. 
Lecturer on Electro-Therapeuties, Tufts 
Medical School, Boston 


In the March number of the Electrical Experimenter 
the author pointed out that high frequency currents 
Nien opely eeteds acted ot Vied Boceers i 
Cresslng oll the function of hs boy and helping ie to 
fesise ted throw olf Gacase. This ¥iealizing chest 
Toe duc to the mere berate of heat in the tosucs or 
Tels produced Ry the vary Hh vege (Tea) 
Fetes writes Ly the heavy amperage CD Arson) 
Currents from which the thermic effects are usually 
obtained. 

When the writer demonstrated the frst therapeutic 
Tesla Coil and the first Vacuum Electrode—(in 18% 
before a Boston Medical Society)—and suggested that 
the method was destined to come into general use 
vitalizing agent, he was laughed at by his colleagues: 
Yer today there is scarcely a well-equipped physician's 
Bie in this country or in Europe that does noe 
some form of therapeutic high frequency apy 
Even the barber shops of the present time have their 
small “Violet Ray" outfits: and they are not by any 
means “fakes” for they produce real results, such as 
the relief of headache, neuralgia, skin diseases, et cetera. 


‘Unlike many other forms of electricity, these currents 


may be administered to patients with perfect safety 
In twenty, years experience in Electro: Therapeutics 
the author has never known of harmful results from the 
use of Tesla currents applied ehrough a vacuum cle 


trode, The writer is a firm believer in the use of the 
‘Tesla currents in the home—if each member of the 
fay cul recive en-minat daly eatin rag 
smnall high frequency apparatus, the general stan. 

‘of health would be itly increased. This has been 
demonstrated in of cases. 

“The author has interviewed a number of more promi- 
‘nent authorities on medical electricity and they agree 
‘as to the vitalizing effects resulting from the daily high 
irequeney treatments. 


“There is no quackery or uncer- 
tainty about the High Frequency 
‘current, It is not claimed to be a 
“cure-all.” Its effects are system- 
atic as well as local, and therefore 
ittreats fundamentally. A thorough 
cell massage is given with a health- 
fol, stimulatingeffect. Itisa potent 
‘aid in restoring to normal the phy- 
‘sical condition that may have been 
impaired from most any cause. 
results obtained are almost. univer= 
‘sally beneficial and never harmful. 





as a Therapeutic Agent 


Ozone 6 


ANGER, M.D, 


Indications. In one sense of the 
ince oxygen is so essential, it 
eaned Vie vantys oe 
in would be beneficial to 

would be de 


RHART, M.D. 
Ph. DD. C.L 
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sce Ria tne 
Te empties the lungs of 


Setsitas and pus, reviely 
ing the blood. disinfecting 





Physiological Action—Continued 
se beets of ee eee after the first irrita- 
Hon of its use has passed off, there is nothing that gives 
the lungs the sense of rest and quict as does this agent 
[have seen the quantity of sputum lessened to a fost 
remarkable degree, and fever disappear, and all 
Symptoms improve by the use of ozone inhalations." 


Anemia and Chlorosis 


Ina poper read before the American Pediatric Society. 
Boston, Dr. A. Caille reports the favorable influence of 
‘ozone in a number of cases of chlorosis and anemia as 
well as other diseases, and in his conclusion, says: "In 
chlorosis and anemia, ozone inhalations are exceedingly 
valuable from a therapeutical standpoint. and give 
better and prompter results than any other form of 
medication.” 


Ozone From the Renulife Generator 


Ozone is simply a concentrated form of Oxygen. 
Without Oxygen we cannot live. When we breathe we 
fill the lungs full of pure air or oxygen. This oxygen 
passes through the walls of the lungs, at the same 
time passing through and purifying the blood, which is 
flowing through the walls of the lungs and which comes 
there from every part of the body to be purified. 


It is the lack of pure air to purify our blood that 
‘causes us to be overcome with disease. Being coped 
Up in an office or factory all day long is responsible 
for most of our diseases and particularly diseases of 
the respiratory organs. 

‘The Renulife Ozone Generators deliver Ozone 
in large quantities for inhalation purposes. ‘The Ozone 
penetrates every cell in the lungs. purifying the blood. 
estroying, disease, germs and ‘soothing, the inflamed 
tissues. For Asthma, Catarrh, Hay Fever, Coughs. 
Colds, Bronchitis, Tuberculosis, ete. there is no better 
treatment known. 

‘Our Ozone inhaler attachment No. 25 is designed 
50 as to fit the handle of any of our Generators. The 
High Frequency current conducted through this 
attachment creates ozone in quantities, confines it and 
filters it through an oil so that one may inhale it with 
‘maximum bene~ 
fits. 

In our Type 
instrument an 
Ozone Gener 
ator of very effi- 
cient design has 
been built right 
inthecase. This 
is equipped with 
a mask fitting 
‘over the mouth 
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Renulife Violet Ray Generators, Most 
Efficient, Compact, Di:zable— 
Lowest Priced 


The hundreds of testimonials we are receiving from 
satisfied users prove to us conclusively that we have 
achieved our aim: that of placing within the reach of 
everyone the means of renewing of restoring the Health 
tonormal. To date the greatest drawback has been the 
‘enormous cost of the instruments, making treatments 
‘only possible for those who could afford to spend a small 
fortune in renewing their Health. Hospitals and 
‘Specialists have used large instruments for years, being 
forced to charge large payments for their treatments. 
Inplacing our generators on the market, we have placed 
the most efficient health builder known to science at @ 
‘price that is within the reach of everyone. 














AT HOME 


In this booklet we touch briefly on some of the uses 
of Renulife Generators. Directions for applying in 
treatment for various ailments listed are given in detail 
in the treatment chart. and directions for use, accom 
panying each generator 


Abbreviated Treatment Chart, Using 
Electrode No. 1 


Rheumatism: Treat arca of pain through thin layer 
of clothing, also apply to 11-12, 26-27 


Headache: Apply to 2, 3, 1. 20, 21.23, 11-12 


Insomnia: Apply to 11-12, 26-27. down spine from 
nap of neck to 25, also apply to bottom of feet 17. 


Neuralgia of the Face: Apply to cheeks, front of 
‘ear, and cords of neck. 


Indigestion: Treat 12-11, 10, 20, 23-25. 
Constipation: Treat 13-13, 14-14, 12-11 


Nervousness: Treat area at 19, also up and down 
spine from 19 to 29. Treat 18-18, also treat abdomi- 
nal region 13, 14,12. 11, also upper arms and shoulders 
69, also lower limbs, 31, 17. 


Deafness: ‘Treat all around back and front of ear, also 
internal ear with electrode No. 21 


Dandruff, Falling Hair, Gray Hair, and Scalp Ail- 
ments: Electrode No. 1 may be used, but rake 
‘comb electrode No. 2 preferred. Cover entire scalp at 
least once a day. eight-minute treatments. 


Complexion: In addition to applying to face and 
neck, treat for improved indigestion in area 12-11. 


oughly cover area 5-8, 5-7,alsoarea 21- 

ing up chest and breathing deeply during treatment. 
‘ozone inhalation from ozone generator is very de- 
sirable. 

















The Statements of Renulife Users 
published in this book are taken from letters 
written to us. They are the unsolicited 
expressions of people made without intent 
of giving public testimony. Original letters 
in our file. 





Best Ever 


Like Charm 
‘Aveishtnor ley was mallering (rm labo and could not move 
mc fe rouaht over ine Carrer and eviews onsen nanan: 
Teclols wes pentiy edbeved. ‘Tha Concoter verted rota 

The nce spread about 


Appreciate Ie 

‘Ac my bie I was taken with instruments, anda nerve i,m 

{ade wns injured so that when | laughed my mouth was crashed 

Since T used your machine my mouth no longer look thine ay 

when I laugh’ “Te han heed the nerve in some way. and Tah 
leased ator 

Ty rer op, finds abe aleeps ne before she never 

lepine than tvec hours ll right. Shen rach pleased wilt 


Beats All 
‘Your Generator is just the thing for me. That ticed feeling has 
left me and I Teel ike rmpsclf again’ | You sold ene to my son, Pe, 
forprsed what fs Going for me. Beats all dope | took 

Teli you took some in ty lifetime 


snd Tom 
nd can 


As Represented 

1 received my Violet Ray Generator over two weeks ago, and 

found itis perfect eoreiiuon, ancl am astisied with ef imuse 

tino seace that Sfodel E ta ai goo as Je has been represented by 
Jourcatalog" 


Instant Relief 
‘Obeained almon inant relief for my hay fever. 


Nervousness f 
1 received your Model "E™ Generator in good condition. and ary 
Tedarorctashlped mes ress afiniminele ior shevganmert 
Groerton aoc aoa having weed bu wht ime el Sue 

Iho already done some gos 


For Eyes 
Ihave had the machine one week and am well pleased with It. 
and ty eyes ate mpeoving. 


Cures Neuritis; Relieved Throat 

1 wish to ndvie you that after using one of your Remi Vises 

Gererecats 12 a shore tiene that Ta erry cane 

Rete fe has aso amted woxtdertuly in reievans #2 Set 
Plone singing 


Catarrhal Deafness and Ringing in the Ears 
In wear omnes ee that ene rane 
sctringing Stand and ave hd Poste ive rettmen™ wih the 
Sears eee 





For Singers 


Nervous Breakdown, 


ment Je ry fn, het amend en 
Pnad enh a ex 

Tetact said she fle be . st 
Ie woud he a favor £0, inform the public of ths experience and 


Varicose Veins 


4 some experience with a Violet Ray machine a treat 
rel wondertuly 


Dandruff, Falling Hair 
After using your Violet Ray for a short time I wish to tlt you 


hitlic hus completely cured me of failing hate and dandruff. Xty 
has slfcred with headaches for Sears. has also been cured 


All We Say of It 


Ureceived ©, K. the Medel E generator. Tam wing it and find 
jel you say of 8. 


General Breakdown 
1 an fling lc all she time and | Bought one of Your ger 


enters eabout one week and 


Pyorrhea 


Noting the, cure of “Pyorthea™ with your home, treatment 
islet Rays fed me to give your treatment a thal. 1 amfrank 
o-state thie the applications made thus far show a rapid improve 
iments“ I'was annoyed by the formatien of pun sack cr my Ruts 
"Fhe eeeatment is mild and pleas 

ication 

ie in thar. partacula cute 


Rush It 


used this machine on , musician ene time and he says "order 
mene anstonder fe quick.” so you see may TUNA. 


Feeling Better 


Wilt say we neem toe Feeling much better after wing 





Some constitutions will stand twice the abuse tha 
others will, but excess persisted in will breale down t 
most perfect human structures. You notice a less 
ing of your animal spirit; you realize that there is 
limit to your capacity for endurance: your appetite i 
not so healthy: your back aches: you have di 
when you stoop: you have pains in your ch 
shoulders: spots float before your eyes; your food doe 
not digest: your bowels are irregular; you do not gel 
rest from your sleep. but awaken tired: you are dul 
and without your old ambition: your vital force j 
low—in fact you are breaking down. Youth is giviny 
away to the ravage of wrong living 

Fortunately taken in time nature will repair 
damage. if you give her the right aid. 

(Get your blood circulating properly again. Tone and 
restore the quality of the blood, tissues and nerv 
With a Renulife Violet Ray you can stimulate at 
revitalize your entire system, re-establish circulatio 
sevall the vital functions in healthy, robust action. 


‘To those who have wasted the vivacious energy ol 


youth by excessive high living and those who find t 
‘spark of vitality growing fainter, and to all those w 
feel that their vital forces are slow of action and wha 


Violet Ray is the greatest boon available—offers jt 
the way to health and strength. 


Statements of Renulife Users 
ived your Generator Model “B.” 1 


Certainly Pleased —Rcei 
‘certainly pleased with its Te dace wonders “It te very handy 
carry around: 

Sachin from which T 


‘Your Model “DB arrived. as did 
sve proven themeelves fr besued imy mate 


‘Much BeneGit—t aim receiving mash benefit from it 
‘Soothing Pain Reliever—I Sl it a soothing pai reiever, 





This Famous Little 
Instrument has Won 
Tremendous Popularity 


Model E 


.0 the demands of a generator that would 
be within the reach of everyone and at the same time 
efficient, our Model E was perfected. This model is 
the lowest priced, most efficient Violet Ray Generator 
inthe world Tt attaches fo any electric light socket 
and may be operated by a child without fear of shock 
oF spark, Its coils, ete., are designed so that it de- 
livers a current of exceedingly high voltage and fre- 
quency, and it will meet the demands of everyone. 


We particularly recommend it for the home. We 
have installed it in Doctors’ Offices, Barber Shops. 
Beauty Parlors, in fact, everywhere where it issubject 
to the most strenuous work and it has stood the test 
in every case. 

We give the same unlimited guarantee with our 
Model Eas with our higher priced models. 


with connector 


Price, complete as shown, 
,, complete how arr 


‘cords and one No. 1 electrode. 

All electrodes are made to, fit the handle of any 
of our generators and are interchangeable 

‘Any model may within one year be exchanged 
for higher priced model at the full purchase 
price paid. 
‘Aa Represented—Cenertor parca from you thee mouth 
Solon what ie reprented 
Pecect Sutiatuctlon The machive han given pefect satin 
{ioe and Fal nor take thre Ges tbe poe Hp for. 





Designed Especially for 
Beauty Parlor Use 


Attractive White Ivory 
Finished Cabinet 


Beauty Parlor Model G 


This instrument has been especially designed for 
Beauty Parlor and Barber Shop use. It 

thstand continued usage and is equipped with 
Coils, ete,, to deliver the current best adapted for hair, 
scalp, massage and facial treatments. 


‘The case is beautifully finished in white enamel with 
all metal parts nickeled. An extra length of connec- 
tor cord facilitates the movements of the operator 
in giving treatments, Size 6” x 447x434". 


This handsome outfit complete with Gcneral 
Surface Electrode No. 1, Rake Comb Scalp Elec- 
trode No.2 and Metal Saturator Electrode No. 3 
for indirect massage......... eevee $30.00 


Our Standard Generators are designed to operate 
‘on 100 to 120 volt, TE ce Care cor 
ators to operate on 32 volt lighting system or any 
Tg oi aad (On ans 


charge of $2,50. 





A Small Portable Outfit 
Built in a Carrying Case 


‘This instrument is slightly stronger than the Model E 
and is built in a self-contained carrying case, se 
Keratol covered. velvet lined, with electrode clips in 
lid for carrying four electrodes. There are no exposed 
‘metal parts on instrument 


It is a most convenient outfit for carrying about 
handsome and efficient. size of case when closed 10° 5 
6" x 7", Regularly equipped with No. 1 Gene 
Surface leetrode and ROP Metal Saturator Elee- 

tro 


Price, complete as shown $30.00 


Our Standard Generators are designed to operate 
on 100 to 120 volt, alternating or direct current. Gen- 
erators to operate on 32 volt lighting system or any 
voltage other than standard furnished at additional 
charge of $2.50. 


Tad yh Barely my nt Crome 
Paralnth torr i mua a ra 
Wert Fine mgd th mt “A Grete 01. 1h 
eet 





A Larger Portable with 
Carrying Case Separate 


Model A 


This instrument delivers a current of exceptiona 
high frequency and voltage, has increased condenser 
capacity. It is not made in self-contained case but 
separate carrying case is included as shown. 


‘Size of instrument, 8° x 5° x 434". 
Size of case, 12" x 7" x 6" 


‘The sides of the instrument are covered with black 
eal grain keratol and top plate is of rich mahogany 
finish, all metal parts highly nickel 


Carrying case is fitted with leather handle: case 
gguiel, gover wich ck seal rain heratal pd 

with purple velvet. “Ample spece fs provided for 
cord and handle and lid is fited with cher electrode 


Price of Model A complete with No.1 General 
Electrode and No. 3 Metal Saturator Electrode 
and Carrying Case. $37.50 


‘Our Standard Generators are designed to operate 
on 100 to 120 vole aerating or diet current.” Cen 
efators to operate on 32 volt lighting system or any 
voltage other than standard, furnished at additional 
charge of $2.50. 


Helps Nervee I sn pleas ith the ceatrator, and find it a erst 
et nay nerven, sod belt in geared 


{ied the machine and I fod i 4 be 
Severs tbe fiche and meagre 





Especially Suited 
for Dentists’ Use 


Dental Model D 
We furnish a special Dental Generator designed to 
give a current of extremely high frequency. very smooth 
fn its action and giving no unpleasant result to the 
tient. High Frequency. as produced by our special 
ental Model D, has great therapeutic value in Den 
tistry, Tels of particular value in the treatment of 
‘Abseesses, Pyorshea. Alveolaris, Post-Operative pain, 
ec, Also used as a diagnostic agent for stimulating the 
‘Made sanitary and attractive with white enamel 

finish complete ax shown with No. 1 General Su 

face Electrode, and the fall set of Insulated Dental 
Electrodes... 0... c-00-000e00=* $40.00 

‘Special Dental Electrodes 


———— 


For cavity treatment and diagnosing 





Built in Self-Contained 
rrying Case 


Model B 
This Generator el 


ynickeled 
corners < ‘ ithe 
top is of bea in 


People as well as in the home. 

Price complete, as shown, 
eral Surface Electrode, N. ‘Comb Scalp 
Electrode and No. 3 Metal Saturator  Elec- 
trode $45.00 





A Most Complete Portable Violet Ray 
for Both Professional and Home Use 
Ozone Inhaler Built in 


Model C 


This model is sometimes called our Model DeLuxe. 
It ig the utmost in Violet Ray outfits. It delivers two 


qualities of High Frequency Electricity and includes 


‘self-contained Ozone Generator of high efficiency. By 
neans of a three-way switch conveniently placed on the 
highly plished mahogany finish pate» culrent may be 
selected for internal treatments which is of exceptional 
smoothness and produces exactly the correct amount 
of heat: or a current for external treatments may be 
selected with no further adjustment of the controlin 
knob. or the current may be completely tumed off 
the Violet Ray, and the Ozone Generator put into 
operation for inhalation purposes. This instrument is 
ideal for physicians or for anyone desiring the maximum 
in home treatments. Both qualities of High Frequency 
Violet Ray are adjustable from very mild to strong, the 
range in both being very wide, The Ozone is generated 
in immense quantities and is filtered by passing through 

ine needle oil before being inhaled. All metal parts are 

ighly nickeled. 

Size of case 147 x9" x 6}4".—lined with heavy purple 
velvet and covered with black seal grain keratol; It is 
fitted with heavy carrying handle, heavy lock and 
nickel plated corners. 

Price complete as shown with No. 1. General 
Surface Electrode, No 3 Metal Saturator Electrode, 

No. 16 Eye Electrode, No. 7 Insulated Rectit 
Electrode, No. 18 Condensor Electrode, one bottie 
of Renulife High Frequency Liniment, one bottle 
Of Pine Needle Oil for Ozone Generator and one 
Sony of Dre Bberhart's High Frequency Manuel 


1918 Edition... --+000-----~ 
standard Generators are designed t, oPeiais 
to 120 ele aS ihn eo, 

Operate 00, Jadard furnished et additional 











For Homes Not Wired With 
Electric Current—Any model 
except “C” furnished to 
operate on Dry Cell Batteries 


Battery Generators 


We furnish any of our standard instruments with the 
exception of our Model C to operate on thirty ordinary 
dry cell batteries. ‘The dry eclls may be purchased 
from any local dealer or garage by the user of the in- 
Strument for a very small outlay and are sufficient to 
operate any of these instruments for practically a year 
with ordinary use. After this time they would have to 
be replaced with new dry cells. We furnish the instru. 
Tent ready to attach to the dry cells and also furnisha 
blue print with each, showing how to connect the cells 
and generator to obtain the best results, Instruments 
Which are claimed to operate on six or eight dry cells 

Wve not proven satisfactory and must be continuously 
replaced with new cells, so that we have found this 

not only more satisfactory to the buyer but 
‘uch cheaper to operate. and it also docs away with 
‘of changing cells monthly or having them 


“The current delivered by our battery models has the 
{ame quality and efficiency as our regular models illus 
trated. 


Price for generators, ready to attach to dry cell, 
$2.50 above price of repulecieodeie: 


We do not furnish the 
Dry Cell Batteries. These must be 
Provided by the purchaser 





Increase Your Efficiency through a Co 
of Violet Ray Physical Caleure: 


¢ stimulating and eliminative effects of the Violet 
The sting and tin et of the Vi 
peclesonal man who is eooped wp ian effce or 
PPGay, and who has not the time for gy 
all dey icic physical culture activities. Sitting in a 
chat for hours ata time, his creulaton Becomes slg 
chat the, poisons are not eliminated properly from his 
Fish and his nerve force is expended more rapidly than 
Te generated. A run-down, tired-out condition re: 
its {which lowers his general working efficiency and 
hich takes the edge of his nosgal mental alerts 
‘esults Like Exerci: 
“The accepted remedy for this condition is exercise, 
fresh sir, and bodily movement strenuous encuigh to 
Ktart perspiration. The physical culturists tell him, 
dnd they are right, that he should set apart a daily 
period tokeep himself incondition.togetthe blood lowing 
Through his veins, to stir the eliminative and other 
organs to action, and to get the vitalizing effects of 
physical exercise. ‘The “Tired Business Man" is con- 
Vinced, and may for a time walk to the office, or start 
the day with a short period of setting-up exercises, 
but he soon forgets his good resolutions and descends 


back to his former state. 
Additional Benefits 

‘The daily application of high-frequency elecrcity wll 
‘accomplish all the beneficent results expected of exer- 
cise with the exception of biceps-building. The 
blood is sent coursing through the veins: the poisons in 
the blood are eliminated, as chemical tests show: the 
nerves are charged with energy: the organs are made 
to function normally, The use of Violet Ray will 
assure abounding vitality, a feeling of well-being, and 
the reserve strength of nerveforce even more 
effectively than exercise. In addition to the well 
Understood effects enumerated above there is a further 

‘effect for which we have as yet no adequate 

We refer to the effect of electricity on life 








DESCRIPTION OF ELECTRODE 
USES AND PRICE LIST 


No. 1 Surface or General Body Electrode, 
Suited for all exterior surface treatments 

No. 2. Rake Comb Electrode, especially 
ecalp treatment, Falling Hair. Dandruff, 
Hair 

No.3 Metal Electrode—Held 
Tor systemic treatment—Ne 
emia, ete—also held by person while’ being 
given a hand massage of face or scalp by an- 
other person 

No, 4 External Throat Electrode, specialiy 
jesigned to fit closely over neck, for Goitre, 
Tonsils, Double Chin, ete. 

No. 5 Internal Throat Insulated Electrode, 
particularly for professional use 

No. 6. Internal Throat Plain Electrode, par- 
ticularly for professional use 2 

No. 7 Rectal Insulated Electrode, designed 
for treatment of prostatic trouble 

No. 8 Rectal Plain Electrode, also for rectal 
‘ind prostatic treatment, professional use 

No. 9 Vaginal I ed Electrode 

No. 10 Vaginal Plain Electrode 


No. 11 Urethral Insulated Electrode, par- 


ticularly for professional use. ..-.-.-..." 
No, 12 Urethral Plain Electrode, for pro- 
fessional use. Sipe 
No. 14 Fulguration Electrode, for cauterizing 
‘and removing blemishes, scars, warts, etc.....- 


No. 15 Spinal Electrode, best for spinal treat 


ments... eseseiey 


No. 16 Single Eye Electrode, made to fit over F 


eye. with lids closed... ..-.--- ==. 


No 17 Double Eye Electrode, for treating i 


‘both eyes at the same time... - a 
No.18 Condenser Electrode, made with metal 
conductor within vacuum to concentrate cur 


ent, producing strong. even flow. Best for 


deep seated cases in place of No. 1.-----.---+ 


No. 19 Gataphoric Electrode, for professional 


Insulated 
Tor deafness; also for 


2.00 





% 


OLET r 


A Working Manual of High 
Frequency Currents 


By Noble M. Eberhart. M.D. Ph.D.D.C 1. 
fear and Head of Departinent af Phy 

tics, Med. Dept, Loyola Univers 
Fesor of High Frequent’ iliois Shoat ef 
Therapeutics 


ust what the name implies, a working handbook 

tclng ow to use Thee een A ak 

Eussiona no perplexing technicalities foe 3 

Het panes ove erage cl ksceniens Hissar) 
Price $5.00: postage 10 cone 


High Frequency Liniment 
This preparation is manufactured by the Renulife 
Electrie Co., especially for use in connection wit 
electric | treatment. For rheumatism, neuralme 
neuritis and kindred ailments, it proves invaluable 
Per Bottle. Lares $1.00 


Pine Needle Oil for Ozone Generator 
REV Tee eee ee =.$050 


Insulated Electrodes 


‘The insulation of electrodes prevents leakage of cur 
rent at side walls and delivers full benefit at point of 
contact with parts to be treated. In using intemal 
electrodes always insert before turning on current at 
the knob, and turn off current before withdrawing 
electrode, 


Dr. Snow’s Set of Vacuum Electrodes 
These electrodes are designed for general use. ‘The 


$Ef. contains the following electrodes: Body. Vaginal, 
Rectal, Throat, Urethral, and Nasal. 


Packed in cardboard case. . -$6.00 
Each Electrode singly... .. 125 


Renulife Electric Company 


‘Suth Floor Marquette Building 
Detroit, Mich. 


4BO4 arper Fr, 
Death, 1A 








Electrode 
Applicators 


For Use in Connection With 


Renutife 


Violet Ray 
Generators 





PPD re 


GENERAL INSTRUCTIONS 
FOR THE USE AND CARE oF 
RENULIFE ELECTRODES 


In treating the surface of the body, always keep 


the electrode moving slowly. Never insert or re. 
move an electrode from an orifice of the body 
when the current is turned on. Electrodes that 
are to be used internally should be lubricated 
with cold cream or vaseline before being in. 
serted. High Frequency electricity is a germicide, 
yet sanitary rules must be followed in the care 
of electrodes. To sterilize them, immerse in a 
weak solution of carbolic acid or in Lysol. Then 
wipe thoroughly with a clean cloth or absorbent 
cotton. IMPORTANT—To get the maximum 
strength from an electrode, always hold the end 
of the handle nearest cord. 


Always insert electrodes into the handle with 
a straight push. Don't TWIST. Remove with a 
straight pull. DON’T TWIST. Never use the 
generator when in a bath tub or when grounded 
by means of a radiator, electric fixtures, water 
Pipes, exc. 


Never use the generator on the scalp when the 
hair has been treated with a tonic containing 
more than 10% alcohol. 


Should the electrode at any time not give off a 
spark when the generator is operating, the fault 
is with the electrode. Air has gotten into it and 
destroyed the vacuum. It has very likely in some 
way been cracked, although the crack may not be 
visible. In any event, if the generator or elec- 
trodes are not working properly, we would sug- 
gest that you write us immediately, telling us just 
exactly what the conditions are. This may avoid 
the necessity of returning generator 10 us. 


Talcum Powder should be dusted over the sur- 
face of the body being treated to allow free move- 
ment of glass electrodes. 








No. 1 Surface or Ganerol Body Electrode 
Suited for all exterior surface treatments. .......$1.25 
No, 2 Rake Comb Electrode 
‘specially for scalp treatment, Falling Hair, 
Dandruff. 
Electrode 
ly in hand for systemic treatment. 


‘Specially designed to fit closely over neck, for 
tre, Tonsilit 
No.¥ 5 Internal Threet Insulated Electrode 
Particularly for professional use. 
No, 6 Internal Threst Plain Electrode 
Particularly for professional use... 


No. 7 Rectal Insulated, Electrode 
Designed for treatment of prostratic trouble. 


No, 8 Rectal Plain Electrode 
Also for rectal and prostatic creatment, profess- 
fessional use...... Secs - 175 


3.50 
17s 


For professional use only... Beeceey <2) 2.00) 
Ne, 14 Felavotion Elecrede 


ing and removing blemishes, scars, 
fas 


No. 15 Spinal Electrode 

Best for spinal treatments. «2.00 
No. 16 Single Eye Electrode 

Made to fit over eye, with lid closed............ 1.50 
No. 17 Double Eye Electrode 

For treating both eyes at the same time. = 275 
No. 18 Condenser Electrode 

“Made with metal conductor withia vacuum wo 

Concentrate current. producing strong. even flow. 

Best for deep seated cases in place of No. 1 «++ 
No. 19 Cataphoric Electrode 

For professional use.....--.-..+++) 
No. 21 for and Notol Insulated Electrode 

For internal ear treatment for Bees also for 

internal nose treatment. c. 275 

No. 22 For Special Insulated Electrode 

‘Best suited for internal ear treatments. ..-- «3.50 
No, 23 or and Naso! Plain Electrode 

For internal treatment of nose and ear, for profes- 
sional use. 





No. 25 Orone Generator 
rose is simnly « concenented form 
deliver Ozone in large gqaamane ge 


Our Ozone Inhaler ateachment No. 25 is 
designed so as wo fe the handle of aay at 
‘our Generators. The High Fre 
current conducted thr 

iment creates Ozone in 


may inhale i. 


Price 


INSTRUCTIONS FOR OPERATING 
OUR OZONE GENERATOR No. 25 


‘Orone Generators are packed with nose piece attached: in- 
cluded separately is a small glass piece with Mat disc ead for in- 
halations through mouth. The oose piece may be removed (com 
rubber coupling and mouthpiece inserted. Place rubber bull on 
-klass tip at lower part of barrel of generator. Place one tea- 
Spoonful of Pine Needle Oil in upper chamber by removing cork. 
This oil will last for a considerable length of time. 
handle of Violet Ray Gen- 
yy other electrode. Hold barrel chamber of 
‘Ozone Generator firmly io left hand. This causes sparks to jump 
from ianer vacuum to outer wall, creating the Ozone. Tura on 
Current and agitate bull with right hand. "This forces the Ozone 
into the upper chamber. where iti filtered through the ol 


ELECTRODES FOR INTERNAL TREATMENTS 


For ioternal treatment, electrodes are furnished vo ft any orifice 
of the body. We furnish them in plain or the insulated «spe, The 

lated electrode has 4 small vacvum tube running though the 
enter of the electrode, and all current is brought wo the tp of the 
tlectrode directly where the current is desired. Plain electrodes 
cliver the current eveoly over all parts of the electrode touched 
by the bony during treatmcat, We recommend tha alli 
lectrodes should be insulated. Best results wll be obtained {rom 
them. See Nos. 5,6, 7,8, 9. 10. 12, 21,22, 28, 24 and 27, 


High Frequency Liniment 
This preparation is manufactured by the Renulife Electric Co, 
‘specially for ase in reatment of RHEUMATISM, NEURALGIA 
NEURITIS. LUMAGO, etc.” We particolarly recom: 
Een ao. eS, ws ake Renate Vike fay, A 
‘small quanaty of ie rubbed oa the bods. followed by a Violet Ray, 
{ceatmet, wil be driven directly tuo he uses, with Benet 


rice, per Bote pt 00 








